The Itint ot the Amited States, 


PHILADELPHIA, PENN., 


Assay Department, ee Ch 138 § 


Cue fo £8 ee Vile cteyote.r Jpqcc00 
(Steer) co surfed co GOR-0, weettan Y 
Gov.2.. Sb (2 ercrePebte) Dime. Dane Pet 
OEE Brig Contd Care forerr€ Bogen 
drhec & ; Anid GBA ne ee 


Ae Cert tee Crem gtr a 
Sift. Pee c= ae 


NARA RG104, Entry 1, Box 128 


The Mint of the United States, 
At Philadelphia, Penn., 

Assay Department, 

March 19, 1883 


Sir: 


I will thank you to inform the Director of a serious error in the “Proceedings of the Assay 
Commission of 1883” — just published. 


On page 13 the Philadelphia Mass (Silver) is reported as 902.0, instead of 900.2. It is 
incredible to me how such an error as this could have passed unnoticed; and as it touches the 
credit of my Department as well as the Nation at large, I am anxious to have it righted before it is 
circulated in our own and foreign countries. 


Respt. Yours 
Jacob B. Eckfeldt 
Assayer 


Hon. A. Loudon Snowden 
Supt. &c &c 


